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SUBJECT: GERMAN PANORAMIC ADAPTER TO ROMANIA-IL 1516 
REF: COCOM DOC (78) 215 

USDEL REQUESTED TO SEND INEORMATION ON OPERATING 
SWITCHING SPEED OF THE EZP PANORAMIC ADAPTER AND ITS 
ADJACENT EQUIPMENT. TECHNICIANS NEED INEO IN ORDER TO 
EVALUATE CASE. CHRISTOPHER 
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